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PROVISIONAL  SPECIFICATION. 

Portable  Slop  Bucket  Seat  for  Sick  Rooms. 

Ernest  Leigh  5  Littleton  Place,  Stoke,  Devonport,  Clerk  Alfred  Deane 
Davis  51  Albert  Road  Stoke  Devonport  Ironmonger  do  hereby  declare  the 
nature  of  this  invention  to  be  as  follows:  — 

Seat  made  of  wood  strengthened  by  strips  across  grain,  rounded  out  on  top 
5  face  in  imitation  of  w.c.  seat  so  constructed  underneath  to  prevent  it  slipping  off 
pail  or  bucket  and  fastened  either  by  iron  or  wood  buttons  under  ears  of  same — 
Can  be  used  on  either  galvanised  iron  or  enamel  slop  pails. 

Dated  this  19th  dav  of  May  1900. 

ERNEST  LEIGH, 

1°  ALFRED  DEANE  DAVIS. 


COMPLETE  SPECIFICATION. 


Portable  Slop  Bucket  Seat  for  Sick  Rooms. 

We,  Ernest  Leigii  of  5  Littleton  Place,  Stoke,  Devonport  Clerk  and  Alfred 
Deane  Davis  51  x^lbert  Road  Stoke  Devonport  Ironmonger,  do  hereby  declare 
1 5  the  nature  of  this  invention  and  in  what  manner  the  same  is  to  be  performed,  to 
be  particularly  described  and  ascertained  in  and  by  the  following  statement:  — 

This  invention  relates  to  improvements  in  connection  with  portable  slop  buckets 
or  seats  for  sick  rooms,  the  object  being  to  provide  a  portable  arrangement  or 
seat  that  can  be  applied  to  an  ordinary  house  pail  or  bucket  so  as  to  convert  same 
20  into  a  night  commode  and  one  which  will  at  the  same  time  be  comparatively 
inexpensive. 

Our  invention  will  be  fully  described  with  reference  to  the  accompanying  draw¬ 
ings  in  which 

I  ig.  1  is  a  plan  of  the  portable  seat, 

25  Fig.  2  an  inverted  plan  of  same  showing  the  means  whereby  it  is  attached  to 
the  bucket, 

Fig.  3  perspective  view  of  a  slop  bucket  with  the  seat  applied  thereto. 

Fig.  4  perspective  view  of  a  form  of  catch  employed  to  hold  the  seat  securely 
in  contact  with  the  top  of  the  slop  bucket  and  Fig.  5  a  perspective  view  at  right 
30  angles  to  the  position  of  the  illustration  in  Fig.  3. 

In  carrying  out  our  invention  we  provide  a  seat  a  of  any  suitable  material  but  pre¬ 
ferably  of  wood  having  formed  in  the  centre  thereof  a  hole  of  a  similar  shape  to  that 
generallv  found  in  ordinary  water  closets  or  night  commodes.  Externally  the  seat  a 
may  be  of  any  suitable  shape  and  on  its  underside  it  may  be  strengthened  in  any  suit- 
35  able  manner  such  as  by  strips  of  wood  b  screwed  or  otherwise  secured  thereto,  though 
it  should  at  the  same  time  be  understood  that  the  recess  c  formed  on  the  underside 
of  the  seat  a  by  these  strips  may  on  the  other  hand  be  cut  out  of  the  solid  seat  a. 
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Leigh  and  Davis’s  Portable  Slop  Bucket  Seat  for  Sick  Rooms. 

The  recess  c  is  sufficiently  large  to  fit  over  the  top  portion  d  of  an  ordinary  slop 
pail  or  bucket  e  to  which  it  may  be  secured  by  turn  catches  f  as  indicated  in 
Tig.  4,  the  said  catches  being  attached  to  the  seat  a  by  means  of  screws  or  the 
like  in  such  a  way  that  they  may  be  turned  to  engage  with  the  handles  or  ears  g 
attached  to  the  bucket.  We  may,  as  indicated  in  Figs.  3  and  5,  employ  a  catch  f  5 
at  one  side  of  the  bucket  only  whilst  at  the  other  side  we  employ  a  staple  h 
capable  of  passing  round  or  hinging  with  one  of  the  handles  or  ears  g  so  that 
on  the  release  of  the  catch  the  seat  a  may  be  readily  turned  up  to  enable  the 
contents  of  the  bucket  e  to  be  discharged.  On  the  other  hand  we  would  have 
it  understood  that  we  prefer  the  seat  a  to  be  simply  attached  to  the  bucket  by  10 
means  of  catches  such  as  before  referred  to  so  that  the  bucket  itself  may  be  used 
for  other  purposes  than  that  of  a  night  commode.  And  further  where  slop 
buckets  are  provided  with  a  projecting  flange  the  catches  f  instead  of  engaging 
with  the  handles  g  may  be  arranged  to  engage  with  said  flange. 

By  recessing  the  seat  a  it  is  prevented  from  moving  laterally  across  the  top  15 
of  the  bucket  and  it  should  be  further  understood  that  the  recess,  and  in  fact  the 
whole  of  the  seat  a,  may  be  made  in  different  sizes  and  altered  somewhat  in 
shape  to  conform  to  the  different  sizes  of  buckets  in  use. 

The  advantages  possessed  by  the  arrangement  described  are  that  an  ordinary 
pail  or  slop  bucket  may  be  readily  turned  into  a  night  commode  at  considerably  20 
less  expense  than  is  entailed  by  the  purchase  of  a  special  commode  useful  for 
that  purpose  alone. 

Having  now  particularly  described  and  ascertained  the  nature  of  our  said 
invention  and  in  what  manner  the  same  is  to  be  performed  we  declare  that  what 
we  claim  is  :  —  25 

1.  A  portable  seat  for  a  night  commode  consisting  of  a  seat  of  suitable  material 
provided  with  a  recess  to  fit  the  top  of  an  ordinary  slop  pail  or  bucket  and  with 
or  without  catches  or  hinges  to  secure  same  to  the  bucket  substantially  as 
described. 

2.  The  combination  with  an  ordinary  slop  pail  or  bucket  of  a  portable  seat  30 
substantially  as  and  for  the  purpose  described. 

3.  The  general  construction,  combination,  and  arrangement  of  parts  forming 
our  improved  portable  night  commode  substantially  as  described  with  reference 
to  the  accompanying  drawings. 

Hated  this  4th  day  of  January  1901.  35 

WILLIAM  H.  TAYLOB, 

Stephens  Buildings,  62  Market  Street,  Manchester. 

Agent  for  the  Applicants. 


Redliill:'  Printed  for  His  Majesty’s  Stationery  Office,  by  Malcomson  &  Co.,  Ltd. — 1901. 

library  1 


[  This  Drawing  is  a  reproduction  of  the  Original c  n  a  reduced  scale] 
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